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This blank is introduced here merely as an illustration
of one applied to a special series of determinations many
of which require two separate polarizations and some of
which, as glucose and quotient of purity determinations,
require Brix or density measurements. As suggested, it
is advisable to have data of clarification also. A better
title would be " Polarimetric Analysis," as investigation of
tartaric acid is also included.